4/26/2021 RAINMAKER GROUP HOLDINGS PTY LTD 617 873 051 - Proposed Deregistration 


Notice 


NOTICE OF PROPOSED DEREGISTRATION - ASIC initiated under s601AB(1) or (1A) 


Company details 


Company: RAINMAKER GROUP HOLDINGS PTY LTD 
ACN: 617 873 051 
Notice 


ASIC proposes to deregister the Company under section 601AB 


ASIC may deregister the Company when two months have passed since publication of this notice. 


Date of publication: 28 May 2019 
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